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1. Name of Property 
Historic name: _Nettleton-Cond House 
Other names/site number: _Wells-Bryan House 
Name of related multiple property listing: 
N/A 
(Enter "N/A" if property is not part of a multiple property listing 


2. Location 
Street & number: 260 South Washington Street 
City or town: Constantine State: MI County: Saint Joseph 


Not For Publication: | Vicinity: 


3. State/Federal Agency Certification 
As the designated authority under the National Historic Preservation Act, as amended, 


I hereby certify that this X nomination request for determination of eligibility meets 
the documentation standards for registering properties in the National Register of Historic 
Places and meets the procedural and professional requirements set forth in 36 CFR Part 60. 


In my opinion, the property X meets ___ does not meet the National Register Criteria. I 
recommend that this property be considered significant at the following 
level(s) of significance: 


— national _ statewide X_local 
Applicable National Register Criteria: 
A B X_C D 
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Title : State or Federal agency/bureau 
or Tribal Government 


4. National Park Service Certification 

I hereby certify that this property is: 

_ entered in the National Register 

___ determined eligible for the National Register 
___ determined not eligible for the National Register 
___ removed from the National Register 


___ other (explain:) 


denen bbw 7126/2021 
gnature ofthe Keeper Date of Action 


5. Classification 
Ownership of Property 


(Check as many boxes as apply.) 
Private: x 


Public — Local | 
Public - State | 
Public — Federal Cl 


Category of Property 
(Check only one box.) 


Building(s) 
| 


District 
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Site | 
Structure | 
Object | 


Number of Resources within Property 
(Do not include previously listed resources in the count) 


Contributing Noncontributing 
1 2 buildings 
0 0 sites 

— | — 0 __ structures 

0 سح | سح‎ objects 
1 2 Total 


Number of contributing resources previously listed in the National Register __N/A 


6. Function or Use 

Historic Functions 

(Enter categories from instructions.) 
DOMESTIC/single dwelling_ 


Current Functions 
(Enter categories from instructions.) 


DOMESTIC/single dwelling 
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7. Description 


Architectural Classification 
(Enter categories from instructions.) 
MID-19TH CENTURY/Greek Revival 


Materials: (enter categories from instructions.) 
Principal exterior materials of the property: stone, concrete, wood, asphalt 


Narrative Description 

(Describe the historic and current physical appearance and condition of the property. Describe 
contributing and noncontributing resources if applicable. Begin with a summary paragraph that 
briefly describes the general characteristics of the property, such as its location, type, style, 
method of construction, setting, size, and significant features. Indicate whether the property has 
historic integrity.) 


Summary Paragraph 


The Nettleton-Cond House is located at 260 South Washington Street in the village of 
Constantine, Saint Joseph County, Michigan. The house is composed of a one-and-one-half- 
story, wood frame, Greek Revival section constructed in 1847 and two smaller one-story 
additions constructed at an unknown date, but prior to 1897. The original house occupies a 
rectangular footprint onto which is joined two smaller, single-story additions to the rear (west) 
elevation. The facade of the house faces east and presents the three-bay, pedimented end to 
South Washington Street, with perpendicular orientation and an asymmetrical fagade. The house 
has a broad entablature, ornate front and side entrances, and extremely wide corner pilasters at 
all four corners. The east, north, and south elevations are faced with planked wood siding scored 
to look like stone. Two non-contributing garages consisting of a single-stall c. 1920s building 
and larger twin-stall c. 1960s building share an interior passage and are located at the rear of the 
property facing a side alley. The Nettleton-Cond House is situated in the original village plat at 
the north end of the residential neighborhood of Constantine, less than one block to the south of 
the National Register-listed Constantine Historic Commercial District. South Washington Street 
is the primary route for traffic passing through the downtown area toward the south and features 
a number of other architecturally-significant residences. Among Greek Revival homes in 
Constantine, the Nettleton-Cond House possesses notable historic integrity and continues to 
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convey its architectural significance as one of the village’s early, permanent homes, dating from 
a period of growth when the village was a thriving port town at the headwaters of navigation on 
the Saint Joseph River. Substantial original material and workmanship relative to the period of 
significance are retained, specifically Greek Revival detailing and the unique wood siding scored 
to resemble ashlar stone. The house’s location in the older residential neighborhood and 
association with these homes and the nearby historic commercial district embody the same 
association as during the period of significance. 


Narrative Description 
Environment and Setting 


The Nettleton-Cond House is located at 260 South Washington Street in Constantine, Saint 
Joseph County, Michigan. The property is located in the first block south of the traditional block- 
and-a-half long downtown area, which was listed in the National Register of Historic Places as 
the Constantine Historic Commercial District in 1985 (National Register Reference No. 
85002444). On its current site, the house is located on lot seven in section seven of the original 
plat of Constantine. As the center of town was always located where the route of Washington 
Street crossed the Saint Joseph River, the Nettleton-Cond House is situated within the area where 
the first dwellings were constructed after the village was established and began to grow from 
frontier outpost to a small mill town. The surrounding neighborhood consists of residential 
single-family dwellings largely constructed in the mid-to-late 1800s, with occasional twentieth 
century infill construction. The neighborhood is full of deciduous trees in curb, front, and back 
yards, some of which are mature and add to the character of the area. Properties to the immediate 
north are generally commercial in nature. 


The original plat of Constantine is laid out with a grid of perpendicular and parallel streets 
relative to the course of the Saint Joseph River at what became the village’s downtown, such that 
the grid is rotated about thirty-five degrees off from true north. The fagade of the Nettleton-Cond 
House facing South Washington actually faces northeast, but for the sake of this document, we 
will refer to it as the east façade, with each additional elevation given a cardinal direction 
designation. Nearby topography is generally flat, with the Saint Joseph River situated in a ravine 
with fairly steep sides. The village of Constantine is partially surrounded by White Pigeon 
Prairie, naturally flat acreage known for good agricultural soil. 


The house is set back from the street by a shallow lawn of grass. To the south, the parking lot for 
an adjacent funeral home comes right up to the lot line, separated by a privacy fence, creating a 
narrow lawn space between the fence and the house. The lot is deep and extends back 165 feet 
from the edge of South Washington Street. Gravel alleyways pass along the north and west 
property lines and separate the subject property from its neighbors to the north and west. A 
narrow grass lawn separates the north elevation of the house from the side alley. Two garages are 
located in the northwest corner of the property and face the north-boundary alleyway. Two large 
sugar maple trees dominate the back yard. 
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Exterior 


In its current form, the rectangular, original block of the house faces South Washington Street 
and measures twenty-four feet wide by thirty feet deep, with two projecting additions attached to 
the west elevation. The first addition is one and one-half stories in height with a steeply-pitched 
gabled roof. At eighteen feet in width, it is centered on the rear elevation of the main house. 
Projecting further west from the first addition, the second addition is also a single story with 
slightly lower eaves and a much shallower pitch. At twelve feet in width, the exterior southern 
elevation is a continuation of the first addition, but it is recessed further along its north side. 
Sanborn maps suggest the current footprint with existing additions was achieved between 1892 
and 1897. 


The foundation of the original house is constructed of roughly cut stone, although little of it is 
visible from the exterior. Exterior walls of the original house are sheathed with wide planked 
wood siding. The planks are scored which gives the appearance of ashlar stone. The façade, or 
east elevation, faces South Washington Street and is dominated by three-part equal fenestration 
and a prominent forward-facing pediment. The primary entrance is in the south-most bay of the 
façade, consisting of a multi-panel door set inside wide beveled trim with mitered corners and a 
small dripstone hood. This entrance is reached by a shallow concrete porch that rises three steps 
from a concrete sidewalk and projects from the southern third of the façade. Two identical 
window openings occupy the center and north bays of the first story, consisting of awood sash 
window with six-over-six lights set above a recessed wood panel equal in width and slightly 
small in height to one of the window sash. 


The second story of the façade consists of three equally spaced window openings directly above 
the windows and door on the story below. The fixed windows are each nine-light, but the middle 
row is roughly half the width of the upper and lower rows. The upper portion of the window 
opening pierces the facade architrave, with the frieze serving as the window lintel. Both 
architrave and frieze are simple, wide horizontal components and are unadorned with decoration. 
Separating the frieze from the pediment above is a shallow cornice. The pediment consists of 
additional wide plank wood siding with the same pseudo-stone scoring, with a small louvered 
attic vent atthe apex. The roofline is topped by a simple raking cornice. 


Each corner of the original portion of the house is faced with a wooden pilaster, measuring 
seventeen (on the west elevation) to twenty-two inches (on the façade) in width. Simple in 
design, they are most closely akin to the Tuscan Order. The capitals of the pilasters are plain 
with a cornice, frieze and architrave. The entablature continues around three sides of the house, 
but it is absent on the west rear elevation. The west elevation has boxed cornice returns. The 
scored-wood cladding is present on the west elevation up to the height of the eave of the first 
addition, above which point is found typical wooden weatherboard siding, with a small louvered 
vent nearly centered under the apex. A small, three-light window oriented vertically is present on 
the west wall of the original house at the north corner. 


The south elevation includes an additional entry door, slightly off-center to the west. This side 
entry was originally more elaborate than the east elevation entrance, suggesting that at some 
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point it was a prominent entrance when the house was located one lot to the south, at the corner 
of South Washington and Third Streets. In its current form, this door is surrounded by Tuscan 
Order pilasters similar to those found at the corners of the house and a plain architrave. Until 
recently, the architrave was topped by a heavy but unadorned entablature, which was removed 
due to excessive deterioration between 2011 and 2013. Photographic evidence has shown that the 
house’s south entry door surround is very similar to the door surround found on the Wells Hotel 
in Constantine (now demolished), which John Bryan has been credited with building. A single 
first-story six-over-six wood sash window exists in the western half of the south elevation. On 
the second story, two fixed nine-light windows, identical to those on the façade, are spaced in the 
western and eastern thirds of the wall. 


The north elevation includes similar details but different fenestration and composition from the 
south foundation. It faces the side alley and includes a centered brick chimney, which appears to 
date from the twentieth century, although the exact year of construction is not known. The 
chimney divides the wall into east and west halves, into which are set single six-over-six wood 
sash windows on the first story beneath a fixed nine-light window on the second story above. 


The first addition projects twenty-one feet west from the west elevation of the original house and 
contains the kitchen. This addition sits on a cut stone foundation and shallow basement. The 
exterior is faced in the same wooden siding as the west elevation of the main house. The south 
elevation is roughly divided into two; the eastern half was once a shallow, covered porch. 
Sometime after 1932, this porch was fully closed in and contains two six-light windows in its 
western half. The porch floor still projects approximately one foot out from the wall at the sill 
level. The western half contains a single six-over-six double hung window with wooden trim 
surround similar to the first story windows on the original house. Medium-width wood 
weatherboard siding clads the exterior. The north elevation contains an entry door in the eastern 
half, with a double-hung window centered in the eastern and western walls, matching the 
window design and trim found on the southern elevation. The west facing gable contains a single 
six-over-six double hung window near the apex that illuminates the attic space. The west-facing 
gable of this addition includes a simple cut gothic bargeboard giving some decoration to this rear 
façade. 


The second addition projects fifteen feet from the west wall of the first addition. Serving as an 
enclosed sunroom, the north and south walls each contain four vertical panels, each containing a 
two-over-four light vertical window with recessed apron panel beneath. The west facing 
elevation contains a centered door with a matching panel with two-over-four windows and 
matching aprons on either side of the entry. Walls are clad in horizontal wood weatherboard 
siding that matches the first addition. The foundation is cement. 


At the northwest corner of the property are the house’s two garages, which both provide access 
to the north-boundary alleyway. The eastern garage, closest to the house, is a single stall front- 
gabled structure with carriage style wooden garage doors opening toward the alley. This garage 
features a six-light window on the east facing elevation and a wooden pass-through door at that 
elevation’s south corner. A low, shallow, shed-roof addition is attached to the south elevation. Its 
exterior wood weatherboard siding compliments the house. The newer, west garage directly 
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adjoins the west wall of this first garage. The western garage is a two-stall side-gable structure 
faced in wide horizontal siding. Two single-stall multi-panel garage doors face the north alley. 
Two small windows are symmetrically spaced near the corners on the south elevation. The two 
garages are joined together by acommon wall and a pass-through doorway exists between the 

older and newer building. 


The older garage, closer to the house, appears on edits made to a 1916 Sanborn map which was 
published in 1932. The garage is large enough for an early automobile, and construction during 
the 19205 or early 19305 would be appropriate. The later, two stall garage attached to the west 
wall of the first garage is of a style typical of the 1960s, although its exact year of construction is 
unknown. Earlier Sanborn maps indicate a one- and two-story outbuilding once occupied this 
corner of the lot, possibly a carriage house. As both garages fall outside of the period of 
significance, they are considered non-contributing in the course of this nomination. The exteriors 
of both garages are painted marigold with white trim to match the house. 


Subsequent History and Changes 
Front Porch 


Sanborn Fire Insurance Maps show that a full-width, single story front porch projecting forward 
toward Washington Street was added between 1897 and 1909. The porch is still notated on the 
1932 Sanborn map. A single postcard photograph exists, which appears to date from the 1920s, 
and depicts this porch. The wide view looks north up Washington Street and the house is 
partially obscured by a tree trunk, but the porch appears to have a low hipped roof, rounded 
corner columns, and a low railing. By the 1970s, no evidence of the porch remained. 


Additional changes 


Sanborn maps provide a detailed overview into the progression of rear additions to the main 
structure of the Nettleton-Cond House. The 1884 map, the first published for Constantine, shows 
the first addition already in place, with a much smaller and centered rear addition projecting 
toward the rear of the lot. This arrangement remains unchanged in the 1892 Sanborn map, but by 
1897, the smaller addition has been removed and replaced with an addition with a footprint that 
matches the rear-most addition which exists today. A 1916 Sanborn with updates completed in 
1932 shows that the south-side recessed porch in the first addition still existed in that year. It is 
not known when the porch was enclosed. 


Interior 


The interior of the house retains many period features, although like many homes which have 
survived for over one hundred and fifty years, some changes have been made and ascertaining 
their age is difficult. Flooring in the first story of the original house is largely original planks, 
although they are covered by carpet in some rooms. These original boards are extremely wide; 
some measure between seventeen and a half and nineteen and a half inches wide. Upon entering 
the house via the primary east-facing entrance, one enters a small entry and is presented with the 
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main stairway leading to the second story. It is likely that this stairway was originally configured 
differently, although the substantial newel post and plank size illustrate this stairway likely dates 
from within the period of significance. The east facing entrance interior is more elaborate than 
that of the south facing entrance. The front room, to the immediate north of the entry hall, 
includes matching window and door surrounds, with heavy crown moldings and wide frames. 
Wide baseboard trim lines the walls, and a centered chandelier is surrounded by a simple circular 
medallion. Original trim outlines the once-wide passage from this front room to a second large 
room behind in the southwest corner. This passage has been partially infilled with built in 
shelving in the southwest room, narrowing the passage. This southwest corner room contains the 
secondary south-facing entrance door and may have served as a parlor in an earlier 
configuration. The northwest corner room was at one time subdivided and now contains a 
storage room and small bath. The second story contains three bedrooms and a bath in the 
northwest corner. Second-story floors are original wood planks but are narrower in width; 
window surrounds are similar to the first story but each has a rectangular panel above, behind the 
exterior cornice. Interior doors are various multi-panel solid wood designs throughout. The first 
addition contains the kitchen and space for a dining table, while the second addition serves as a 
sunroom. The two addition interiors have been more thoroughly modernized, although the south 
wall of the kitchen addition features exposed mortise and tenon evidence. 


Integrity 


The Nettleton-Cond House possesses historic integrity and continues to convey its historic 
significance. The house embodies the distinctive characteristics of the Greek Revival style, 
particularly popular in both the United States and Michigan between roughly 1830 and 1860. 
The house retains its form, plan, and character-defining features. The house retains much of its 
original materials and workmanship relative to the period of significance. The unique exterior 
cladding of wide wood planks scored to resemble ashlar stone on the original house is 
maintained and in good condition. Fenestration is unchanged and exterior ornamentation is 
largely original aside from the loss of the upper entablature of the south-facing entrance due to 
excessive deterioration between 2011 and 2013. The interior of the house has been updated over 
the decades yet largely retains the feeling and association of an earlier era through the retention 
of the original floorplan and many finishes which date from the period of significance. The two 
additions, apparently built before and not long after the house was moved one lot north to its 
current location, are rear facing and do not take away from the original block of the house as 
viewed from the street. Although moved one lot north from its original siting, the house 
continues to maintain the location, design, and setting of an early home on Constantine’s main 
thoroughfare. A visual survey of nearby Greek Revival dwellings in Constantine reveals that 
while there are other examples of similar style, the Nettleton-Cond stands alone for its integrity, 
contributing to the historic character of homes facing South Washington Street. The exterior was 
most recently painted in 2013, with all trim in white and siding in a marigold yellow color. 
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8. Statement of Significance 


Applicable National Register Criteria 
(Mark "x" in one or more boxes for the criteria qualifying the property for National Register 
listing.) 


A. Property is associated with events that have made a significant contribution to the 
broad patterns of our history. 


B. Property is associated with the lives of persons significant in our past. 


C. Property embodies the distinctive characteristics of atype, period, or method of 
construction or represents the work of a master, or possesses high artistic values, 
or represents a significant and distinguishable entity whose components lack 
individual distinction. 


BEE 


u 


D. Property has yielded, or is likely to yield, information important in prehistory or 
history. 


Criteria Considerations 
(Mark “x” in all the boxes that apply.) 


A. Owned by a religious institution or used for religious purposes 
B. Removed from its original location 

C. A birthplace or grave 

D. A cemetery 

E. A reconstructed building, object, or structure 


F, A commemorative property 


BE EI ERBEN EI TEN 


G. Less than 50 years old or achieving significance within the past 50 years 
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Areas of Significance 
(Enter categories from instructions.) 
Architecture 


Period of Significance 
1847-1897 


Significant Dates 
1847 
ca. 1874 


Significant Person 
(Complete only if Criterion B is marked above.) 
N/A 


Cultural Affiliation 
N/A 


Architect/Builder 
Unknown 
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Statement of Significance Summary Paragraph (Provide a summary paragraph that includes 
level of significance, applicable criteria, justification for the period of significance, and any 
applicable criteria considerations.) 


The Nettleton-Cond House is significant at the local level of significance under National 
Register Criterion C in the area of Architecture. The house embodies the distinct architectural 
characteristics of the Greek Revival style, and is as an excellent example of a high-style Greek 
Revival house built during Michigan’s first decade of statehood. The Nettleton-Cond House 
stands out among local examples of this style for its employment and retention of many of the 
style’s key attributes and for its historic integrity. The period of significance is associated with 
the house as it assumed its current form, beginning with date of construction in 1847 when the 
property was owned by Zelus Nettleton, through 1897, after it was moved one lot north from its 
original site and obtained two small rear additions which still exist today. At the time of the 
move, both lots were owned by Charles W. Cond, a prominent local businessman. The property 
meets National Register Criteria Consideration B for a moved property that derives its primary 
significance from its architectural value, which are expressed in its design, materials, 
workmanship, feeling, and association. The house was moved quite early in its history and has 
remained at its current location for more than one hundred years, suggesting its significance is 
tied as much, if not more so, to this location than its previous location. The retention of an entry 
on the south elevation continues to illustrate the way in which the first occupants of the house, 
and early passersby, would have interacted with the house, even though the location has changed 
and the setting has been altered somewhat by the creating of a parking lot to the south. 


Narrative Statement of Significance (Provide at least one paragraph for each area of 
significance.) 


Constantine and Saint Joseph County 


Saint Joseph County attributes its name to the Saint Joseph River which crosses its land from 
east to west on 3 two hundred mile course toward Lake Michigan. Beginning at its headwaters in 
Hillsdale County, the Saint Joseph River passes through Michigan" e southern tier counties before 
crossing into Indiana, turning north again at the aptly-named South Bend to head north toward its 
mouth at Saint Joseph, Michigan. Archaeological evidence demonstrates that Native American 
people lived in the Saint Joseph River valley region for thousands of years prior to White 
settlement.* French missionaries and explorers visiting this area in the early seventeenth century 
were aware of Tribal groups living in southern Michigan. Among these were the Potawatomi and 
the Miami who established villages along the western and southern shore of Lake Michigan 
including in the Saint Joseph River valley.? The river and its environs are part of the traditional 


1 Cleland, Charles E., Rites of Conquest: The History and Culture of 
Michigan’s Native Americans. (University of Michigan Press, 1992), 15-21. 
2 Ibid, 2 
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territories of these groups and play an important part in their history. According to one source the 
Potawatomi call the river Senajowan Zibe (“difficult current”) and the Miami call it Sakiwasipi 
(“outlet river”). The river provided fresh water to drink and irrigate crops and became a travel 
artery primarily by birch bark canoe.’ 


Most lands in southwest Michigan, including the bulk of the Saint Joseph River valley, were 
ceded by Native American tribes to the United States Government in the Treaty of Chicago in 
1821. With the survey of the lower peninsula largely complete by this time, the land office at 
Detroit, and at Monroe after 1823, began to sell land for settlement across southern lower 
Michigan. Westward settlement toward the future Saint Joseph County accelerated in 1825 with 
the simultaneous completion of the Erie Canal across New York State, and the midway point of 
construction of the Chicago Road, following the route of the Great Sauk Trail, which would 
connect Detroit with the southern tier of Michigan Territory’s counties on its path to Chicago. 
The Chicago Road passed about three miles to the south of the site of Constantine through White 
Pigeon Prairie, but the proximity enabled settlers to reach the area with relative ease. The 
legislative council of the Michigan Territory established Saint Joseph County on October 29, 
1829. A new land office, the first located beyond southeast Michigan, was established in White 
Pigeon in 1831.4 


William Meek arrived in the vicinity in 1828 from Wayne County, Ohio, seeking new land on 
which to settle. Pursuing land to build a mill, he settled at the site where the Fawn River joins the 
Saint Joseph River; the Fawn dropping several feet in elevation just before joining the larger 
river. He cleared a small swath of land and built a log cabin in early 1829, the first in the area. 
Records show after his settlement was established and his family had come to join him from 
Ohio, he traveled east to formally purchase these plots at the Monroe Land Office. He 
established his water-powered grist mill on the Fawn River in 1830, the first in the area, followed 
by a saw mill the following year. Other early farmers, seeking to be near the grist mill, arrived 
over the next few years, finding land well suited for growing crops. 


In August 1831 William Meek received the original plat of Constantine, which included land 
within sections twenty-three, twenty-four, and twenty-six of Constantine Township. The 
arrangement placed streets in parallel with the course of the Saint Joseph River in this immediate 
area, Skewing its orientation away from true north, as was found in the surrounding township. 
The settlement was briefly known as Meek’s Mill, however William Meek did not remain in 
Michigan. In 1836 he sold the mill and its waterpower to a partnership of Joseph R. Williams, 


3 “The St. Joseph River: Lifeline of Native Peoples,” Western Michigan 
University, accessed March 10, 2021, 
https://wmich.edu/sites/default/files/attachments/u816/2017/Native%20Use%200f 
96205] .%20Joseph%20River . pdf 

4 Starr, Calvin H., “Some of the Beginnings of St. Joseph County.” In 
Historical Collections. Vol. 18. Michigan Pioneer and Historical Society, 
edited by M. Agnes Burton. (Wynkoop Hallenbeck Crawford Co., 1911), 513. 

5 History of Saint Joseph County, Michigan. (L. H. Everts & Company, 1877), 
113. 
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George Howland, and Daniel Webster, all of Massachusetts. Meek moved west and relocated to 
Iowa. 


Various attributions exist as to the permanent name of Constantine. One suggests early settler 
Niles F. Smith named it after a friend. Another suggests it was named after the Constantine 
family, who were in the area in the early days searching for high quality timber, though no tax 
records with that name have been located in this area.” A third possibility is the American 
fascination with the democratic ideals of the ancient Greek republic in this era, during which the 
Emperor Constantine and Constantinople figured prominently.® Regardless of the origin, by the 
mid-1830s, the Constantine name was in regular use, and the village was incorporated under that 
name in 1837, the same year that Michigan attained statehood. 


Meek hailed from Ohio, but census records show that a majority of settlers who resided in the 
village for the long term came from elsewhere within Michigan or points further distant. The first 
comprehensive census in this region showing birthplaces for inhabitants was the Federal Census 
of 1850, which showed 1,494 individuals residing in Constantine Township. Of these, Michigan 
origin accounted for nearly one-third of the population, followed by New York at twenty-eight 
percent and Pennsylvania at just over eight percent. Ohio, Vermont, and Massachusetts followed, 
along with nearly one hundred individuals who were born in England. Despite its location just 
five miles from the Indiana border, just thirty-one individuals were born there. 


Constantine was well positioned to grow in the 1830s and 1840s, as it was located just 
downstream from a shallows in the Saint Joseph River. Adequate depths existed downstream 
from Constantine all the way to its mouth at Lake Michigan, enabling single-vessel traffic to 
quickly come into use. Early river trade in the form of polled keelboats, followed by the advent 
of river steamboats in 1842 made Constantine an important break-of-bulk point. As agricultural 
production increased, grains could be loaded at Constantine from the surrounding area for a 
downstream voyage to Lake Michigan and beyond." 


Water Street, which parallels the shore of the Saint Joseph River just to the south, became the 
site of a great quantity of business, as goods could be unloaded at docks on the basement level 
and stored, packaged and sold at storefront level to customers from across the region. John S. 


6 History of Saint Joseph County, Michigan. (L. H. Everts & Company, 1877), 
125. 

7 Dowty, Mary Jeanne. “A Geographic Interpretation of the Growth and 
Development of Constantine, Michigan.” Master's Theses. 3237. Western 
Michigan University, (1967): 42-44. 
https://scholarworks.wmich.edu/masters_theses/3237 

8 Dunbar, willis F. and George S. May. Michigan: A History of the Wolverine 
State. 3rd rev. ed. (Grand Rapids, Mich.: William B. Eerdmans, 1995), 180. 
9 History 0۴ Saint Joseph County, Michigan. (L. H. Everts & Company, 1877), 
117. 

10 Dowty, Mary Jeanne. ”A Geographic Interpretation of the Growth and 
Development of Constantine, Michigan.” Master's Theses. 3237. Western 
Michigan University, (1967): 114-117. 
https://scholarworks.wmich.edu/masters_theses/3237 

11 Ibid, 48-50. 
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Barry, later governor of Michigan, attained substantial wealth and influence in this period as the 
owner of one such break bulk warehouse here. The Constantine Mercury reported that as late as 
1865, nine-tenths of all produce brought to town was bought and handled on Water Street. The 
concentration of river-related business along Water Street ensured that other industrial and 
commercial endeavors were also located here. 


Early overland routes were but trails through relative wilderness. On June 22, 1832 the Michigan 
Territorial Legislature passed an act authorizing construction of a territorial road from the 
Chicago Road at White Pigeon, north via Prairie Ronde and Kalamazoo to Grand Rapids. 17 
Research suggests this road traveled north from White Pigeon and entered Constantine from the 
east. The first bridge spanning the Saint Joseph River at Constantine was constructed in 1834 at 
the head of what became Washington Street, and, although known to be a swing bridge, 
essentially cut off any large vessel traffic above this point.'” At some time later, the primary road 
route south was moved west, leading from just west of White Pigeon straight north, turning to 
become Washington Street on the south end of the village, creating a very direct route which 
much later became US-131, a major west Michigan highway. 


The arrival of the Michigan Southern Railroad at White Pigeon in 1851 changed Constantine’s 
fortunes. Within two months of Michigan achieving statehood in 1837, the legislature passed an 
internal improvements law authorizing the construction of three cross-state railroad lines, in 
addition to canals, to spur development and connect the vast new state. The Panic of 1837 almost 
immediately set these efforts back, and the Michigan Southern, to eventually connect Monroe 
with southwest Michigan, was built in fits and starts. After its survey as far as Coldwater, 
burgeoning towns to the west vied for the route to pass through their location. In the end, a more 
southerly course was selected. The first trains connected the length of southern Michigan with 
White Pigeon and Chicago in early ۴ 


Although 2 branch line was built within a year to connect Constantine with the main line at 
White Pigeon, the loss of being bypassed by the main east-west route was acute to the image of 
the town and the success of its businesses. A northern extension to Three Rivers and Kalamazoo 
was finally completed in 1867. The break bulk river traffic which led to Constantine’s rise to 
prominence could not compete with the railroad and ended in 1852. 


12 Dowty, Mary Jeanne. ”A Geographic Interpretation of the Growth and 
Development of Constantine, Michigan.” Master's Theses. 3237. Western 
Michigan University, (1967): 8, 49-51. 
https://scholarworks.wmich.edu/masters_theses/3237 

13 Weissert, Charles A., An Account of Southwest Michigan and Saint Joseph 
County. (National Historical Association, 1900), 219. 

14 Atlas of St. Joseph County, Michigan. Philadelphia, Penn.: C.O. Titus, 
1872. 

15 History 0۴ Saint Joseph County, Michigan. (L. H. Everts & Company, 1877), 
117. 

16 Dunbar, Willis F. and George 5. May. Michigan: A History of the Wolverine 
State. 3rd rev. ed. (Grand Rapids, Mich.: William B. Eerdmans, 1995), 227- 
236, 266-271. 
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Greek Revival in Constantine 


The Greek Revival style was the first architectural style to sweep the United States. Starting in 
the 18205 and continuing through the 18605, Greek Revival took hold as the country expanded 
westward. Michigan was transforming from a territory to a young state as the style was growing 
in popularity as the coming westward settlers were building permanent homes and carving 
villages out of the land. Many settlers came from areas where this style was prominent, and they 
brought the style to western states and territories. Greek Revival was also the first style that 
could maintain its form yet be adapted for a variety of interior uses. Early churches, schools, 
commercial and courthouse buildings, mill structures, and dwellings all took on the form, 
commonly with the pediment facing forward, sometimes with a full-width portico set behind a 
series of columns.’ 


The southern tier counties of Michigan were once full of Greek Revivals, equally found on rural 
farmsteads and in burgeoning villages. The style was well-suited for the Michigan environment. 
Wood was the predominant local building material in these early days, and the balanced sloped 
roof quickly shed melting snow in the winter. The style is exemplified by a number of other 
Saint Joseph County sites listed in the National Register, including the 1831 White Pigeon 
Prairie Land Office (National Register listed 1989, Reference No. 88003234), the 1835 Governor 
John S. Barry House (NR listed 1972, Reference No. 72001308), and the large 1854 Farrand 
Hall (NR listed 1972, Reference No. 72001307). In addition to both the early and later Governor 
John S. Barry Houses in Constantine, several other pediment-fronted rectangular plan Greek 
Revival homes are located near the historic downtown of the community, including examples at 
180 West Third Street, and directly across from the Nettleton-Cond House at both 245 and 285 
South Washington. 735 South Washington features a similar window arrangement, pediment, 
and corner pilasters to the Nettleton-Cond House. However, none of these examples retain equal 
historic integrity. The National Register-listed Governor John S. Barry House, across the Saint 
Joseph River at 280 North Washington, retains historic integrity but is earlier in construction 
(1835) and built in a simpler and more vernacular interpretation of Greek Revival, lacking corner 
pilasters and entablature, with only a plain front door surround. 


South Washington Street is the primary route south from downtown Constantine and was the 
route of highway US-131 until the town was bypassed less than a mile to the west in 2013. This 
major north-south route connected southern Michigan with major east-west travel routes to the 
south at White Pigeon and Elkhart, Indiana, and growing economic centers to the north at Three 
Rivers, Kalamazoo, and Grand Rapids. South Washington Street is a mix of mid-nineteenth 
century housing styles, starting with Greek Revivals closest to the historic downtown. These 
become intermixed with Italianate examples, of both brick and wood frame construction, 
including the highly ornamented Morse-Scoville House (National Register listed 1996, 
Reference No. 96000801). Although numerous Italianates retain historic integrity, the Greek 


17 McAlester, Virginia and Lee McAlester, A Field Guide to American Houses. 
(New York, NY: Alfred A. Knopf, 1992), 182. 
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Revivals overall appear to be more modernized, leaving Nettleton-Cond as the best example of 
the style south of downtown. 


It is within this architectural context that the Nettleton-Cond House is significant as a highly 
intact example of the temple-front Greek Revival style. The house employs the hallmarks of the 
style, including a full-width pediment, broad entablature, wide but simple trim surrounding 
windows and main doorways, and corner pilasters measuring seventeen to twenty-two inches in 
width, no doubt cut from the top-quality virgin old-growth timber Michigan was known for. 


The east, north, and south elevations of the Nettleton-Cond House are faced with a unique wide 
horizontal planked wood siding scored to look like stone. The only other local example of this 
siding type is on the John M. Wells House, less than a block away at 185 West Third Street at the 
corner of Canaris Street. Zelus Nettleton owned the property where the Wells house is located 
prior to John M. Wells. The later Governor John S. Barry House located at 320 Canaris Street 
(situated diagonally from the John M. Wells house) also has a trace section of this type of siding 
on the recessed section of the side porch. The current owner of the second Governor Barry 
House dates its construction to circa 1850. It is not known what the origins are of this style of 
exterior siding but field survey in the area suggests it was not popular. 


Ownership and naming 


This house has been known for years as the Wells-Bryan House; this name is listed on the State 
Register of Historic Sites documentation when the house was listed in 1977. The namesakes 
were John M. Wells, a local merchant and innkeeper who was thought to have been the owner of 
this parcel at the time of house construction, and John Bryan, one of Saint Joseph County’s most 
prolific carpenters between 1834 and 1860. However, recent research suggests the Wells-Bryan 
name is not historically appropriate for this house. Research guides the name Nettleton-Cond 
House is more appropriate; the namesakes being the Zelus Nettleton, owner of the house when it 
was originally constructed in 1847, and Charles W. Cond, the owner when the house was moved 
one lot north to its present location and attained its current form circa 1874. 


Zelus Nettleton 


Zelus Nettleton was born in 1821 in Connecticut. It is not known when he arrived in burgeoning 
Constantine, but he is listed in the 1845 State of Michigan census and the 1850 federal census 
lists him as employed as a carpenter. Deed records indicate Zelus Nettleton purchased the 
adjoining subject properties (lots seven and eight in section seven of the original plat of 
Constantine) for one hundred dollars in 1847 from John S. Barry. Two years later he sold the 
property for sixteen hundred dollars, suggesting the house was constructed in this period of his 
ownership. In 1850, Nettleton bought lots five and six in section seven (immediately to the west 
of the previous lots; 185 West Third Street) for three hundred dollars. A cross gable house in the 
Gothic Revival style exists at that address today. Both houses have wide wood plank siding, 
scored to look like stone, and they are the only two houses in Constantine with this style of 
siding, lending credence to the idea that he built both houses himself. In 1853 Nettleton sold that 
property for fifteen hundred fifty dollars, and he moved to Pontiac, Illinois, where he constructed 
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a house of similar architectural style and with identical drop pendant bargeboard to the one at 
185 West Third before passing away in 1857. 


Charles W. Cond 


Charles W. Cond was born in Shropshire, England around 1827. According to his obituary 
published on June 16, 1897 in the Three Rivers Tribune, he came to America before turning ten, 
and his family originally settled South Bend, Indiana. He first appears in Constantine in the 1860 
federal census. Charles W. Cond purchased lots seven and eight in section seven in the original 
plat of Constantine in 1867. Cond married Jane Driggs, who came from an established family in 
the village. Cond was a very successful businessman and was on the Board of Directors at the 
Farmers’ National Bank of Constantine in 1876 and listed as the president of the bank in the 
1883 Annual Report to the U.S. Comptroller of the Currency. He was a druggist and at the time 
of his death he was a very wealthy man and left a great deal of money to his wife, son and 
granddaughter. His Will specifies that the homestead was left to his wife, Jane. Charles and 
Jane’s only child, Louis D. Cond, inherited the property after her death. At the time of Louis’s 
death in 1910 his probate record showed he held a lot of mortgages for citizens in Constantine. 


John M. Wells 


John M. Wells was born around 1819 in New York State. The 1850 census lists him as an 
innkeeper in Constantine. He was known to have operated the America Hotel in Constantine 
from about 1841-1846 before building his own inn, the Wells Hotel.'® Deed research indicates he 
purchased the property in question from Zelus Nettleton in 1849. However, the value of the 
property had greatly increased under Nettleton’s ownership, leading to the reasoning that the 
house was constructed during Nettleton’s time. Wells and his wife owned the property until 1853 
when it was sold. The 1880 federal census lists Wells as a “General Merchant” still residing in 
Constantine. He died in 1891 and is buried in Constantine. 


John Bryan 


John Bryan was born in 1794 in Massachusetts. He arrived in Michigan in 1823 from Geneseo, 
New York, becoming one of the first white settlers in an area then known as Woodruff’s Grove 
in eastern Washtenaw County, today in the vicinity of Ypsilanti. He built and was the first 
proprietor of the Ballou House in 1832-33 in Ypsilanti and is known as the builder of the first 
Washtenaw County courthouse at Ann Arbor in 1834. That same year, he traveled west with his 
wife Sarah and son to Constantine, where he resided for the rest of his life." He designed and 
raised the first courthouse in Saint Joseph County in Centreville in 1842 (sometimes mis-credited 
as ‘Bryant’); and the 1860 federal census listed his occupation as a house joiner. Local records 
suggest he constructed several other well-known buildings in Constantine and Saint Joseph 


18 History of Saint Joseph County, Michigan. (L. H. Everts & Company, 1877), 
118. 

19 History of Washtenaw County, Michigan. (Chicago: Charles C. Chapman & 
Company, 1881), 1100-1102. 
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County, many of which have since been demolished. While it had been surmised that he 
constructed the original portion of the house now located at 260 South Washington, no definitive 
historical evidence supports this idea. 


The Nettleton-Cond House is relocated 


It was during the period when Charles W. Cond owned these lots that the Nettleton-Cond House 
was moved from lot eight in section seven of the original plat of the village to the northern edge 
of lot seven. These lots are adjacent to each other and both border Washington Street to the east. 
The house is shown is its original position in 1858 and 1874 plat maps, and adjacent lot seven is 
empty. By the time of the 1884 Sanborn Fire Insurance Map, the footprint for the house on the 
corner changes significantly and the Nettleton-Cond footprint appears on the northerly end of lot 
seven. Tax records show a large increase in the appraised tax value of these lots between 1874 
and 1875. An Italianate style house with a cross-shaped footprint was built on the corner of Third 
and Washington Streets where the Nettleton-Cond House previously stood. Today, this Italianate 
house has been extensively altered, but the second story is visible and appears to be generally 
intact, and the property is known as the Eley Funeral Home. In 1901 Louis D. Cond deeded the 
Nettleton-Cond House to his wife, Katherine Cond. They later divorced. From this point forward 
the property is given a new legal description and is split from the rest of lot seven and lot eight. 


Ownership and Use 


Deed research indicates the home at 260 South Washington Street changed hands with some 
frequency after Louis D. Cond’s former wife Katherine sold the property in 1913. In 1972, after 
a series of owners, the house was sold to Robert and Janet Miller, who operated an antique 
emporium in the house in the later 1970s and 1980s. It was during the Miller ownership in 
December 1977 that the house was listed in the Michigan State Register of Historic Sites as the 
Wells-Bryan House, site number L0571. The house was listed at that time with a construction 
date of 1840, although no substantial evidence was put forward for that exact date. John Wells 
was known to be an owner of this property, but not until the 1849-1853 time period. Long time 
owners David and Angela Beegle purchased the property in 1997 and resided in the home until 
2020. In early 2021, it was sold to current owners Arthur and Jenni Roberts, who reside at the 
house. 
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Previous documentation on file (NPS): 


____ preliminary determination of individual listing (36 CFR 67) has been requested 
_____ previously listed in the National Register 

____ previously determined eligible by the National Register 

_____ designated a National Historic Landmark 

_____ recorded by Historic American Buildings Survey # 

_____recorded by Historic American Engineering Record # 

_____ recorded by Historic American Landscape Survey # 


Primary location of additional data: 
_X__ State Historic Preservation Office 
_____ Other State agency 
_____ Federal agency 
____ Local government 
— University 
— Other 
Name of repository: 


Historic Resources Survey Number (if assigned): 


10. Geographical Data 


Acreage of Property Less than one (0.17)_ 
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Use either the UTM system or latitude/longitude coordinates 


Latitude/Longitude Coordinates 
Datum if other than WGS84: 
(enter coordinates to 6 decimal places) 


1. Latitude: 41.840538 Longitude: -85.668258 
2. Latitude: Longitude: 

3. Latitude: Longitude: 

4. Latitude: Longitude: 

Or 

UTM References 


Datum (indicated on USGS map): 


[ |NaD1927 or | | NAD 1983 


1. Zone: Easting: Northing: 
2. Zone: Easting: Northing: 
3. Zone: Easting: Northing: 
4. Zone: Easting: Northing: 


Verbal Boundary Description (Describe the boundaries of the property.) 


NLY 45 FT OF LOT 7 BLK 7. ORIG PLAT. VIL OF CONSTANTINE. 


Boundary Justification (Explain why the boundaries were selected.) 


The Verbal Boundary Description is the legal description of the property. 
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Additional Documentation 


Submit the following items with the completed form: 


e Maps: A USGS map or equivalent (7.5 or 15 minute series) indicating the property's 
location. 


e Sketch map for historic districts and properties having large acreage or numerous 
resources. Key all photographs to this map. 


e Additional items: (Check with the SHPO, TPO, or FPO for any additional items.) 
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Submit clear and descriptive photographs. The size of each image must be 1600x1200 pixels 
(minimum), 3000x2000 preferred, at 300 ppi (pixels per inch) or larger. Key all photographs 
to the sketch map. Each photograph must be numbered and that number must correspond to 
the photograph number on the photo log. For simplicity, the name of the photographer, 
photo date, etc. may be listed once on the photograph log and doesn’t need to be labeled on 
every photograph. 


Photo Log 


Name of Property: Nettleton-Cond House 

City or Vicinity: Constantine 

County: Saint Joseph State: Michigan 
Photographer: Nathaniel Nietering 

Date Photographed: October 29, 2020 


MI_Saint Joseph County_Nettleton-Cond House_0001 

Facade (east) and south elevations viewed from across South Washington Street, view 
looking west. 

1 of 31. 


MI Saint Joseph County_Nettleton-Cond House 0002 
South and east elevations showing relationship to Constantine Historic Commercial District 
in distance, view looking northwest. 


2 of 31. 


MI_ Saint Joseph County_Nettleton-Cond House_0003 
North and east elevations showing relationship to immediate neighbors, view looking south. 
3 of 31. 


MI_ Saint Joseph County_Nettleton-Cond House_0004 
Façade (east) elevation and southeast corner, view looking west. 
4 of 31. 


MI_ Saint Joseph County_Nettleton-Cond House_0005 
Pediment and second story detail on façade (east) elevation, view looking west. 
5 of 31. 
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MI_Saint Joseph County_Nettleton-Cond House_0006 
Façade (east) elevation and northeast corner, view looking southwest. 
6 of 31. 


MI Saint Joseph County  Nettleton-Cond House 0007 
Detail of northeast corner pilaster and façade window aprons, view looking southwest. 
7 of 31. 


MI_ Saint Joseph County_Nettleton-Cond House_0008 
Detail of first story façade window and window apron, center bay, view looking west. 
8 of 31. 


MI_ Saint Joseph County_Nettleton-Cond House_0009 
Detail of primary entry and door surround on façade (east) elevation, view looking west. 
9 of 31. 


MI_ Saint Joseph County_Nettleton-Cond House_0010 

Detail of façade scored exterior wood siding between front door and center window, view 
looking west. 

10 of 31. 


MI Saint Joseph County_Nettleton-Cond House 0011 

South elevation showing original block of house on right with first and second additions, 
view looking northwest. 

11 of 31. 


MI Saint Joseph County_Nettleton-Cond House 0012 
Detail of southeast pilaster capital and corner of pediment, view looking northwest. 
12 of 31. 


MI_ Saint Joseph County_Nettleton-Cond House_0013 

Detail of second story (typical) window on south elevation at southeast corner, view looking 
northwest. 

13 of 31. 


MI Saint Joseph County_Nettleton-Cond House 0014 
View of south elevation showing exterior entry, view looking west. 
14 of 31. 
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MI_Saint Joseph County_Nettleton-Cond House_0015 

Detail of pilaster capitals and entablature removed due to excessive water damage, view 
looking northwest. 

15 of 31. 


MI Saint Joseph County Nettleton-Cond House 0016 

South elevation of first addition and main block, and west elevation of original block of 
house, showing location of fully enclosed side porch, view looking north. 

16 of 31. 


MI Saint Joseph County Nettleton-Cond House 0017 
West elevation of original block of house and both additions, view looking northeast. 
17 of 31. 


MI Saint Joseph County Nettleton-Cond House 0018 
North elevations of first and second additions, view looking east. 
18 of 31. 


MI Saint Joseph County Nettleton-Cond House 0019 

Detail of northwest pilaster capital and west elevation of original block of house, view 
looking east. 

19 of 31. 


MI Saint Joseph County Nettleton-Cond House 0020 
North elevation of original block of house, view looking southeast. 
20 of 31. 


MI Saint Joseph County Nettleton-Cond House 0021 
North elevation of house, view looking south. 
21 of 31. 


MI Saint Joseph County Nettleton-Cond House 0022 
Non-contributing garage at northwest corner of property, view looking east. 
22 of 31. 


MI Saint Joseph County Nettleton-Cond House 0023 
Non-contributing garage at northwest corner of property, view looking south. 
23 of 31. 


MI Saint Joseph County Nettleton-Cond House 0024 
Non-contributing garage at northwest corner of property, view looking northwest. 
24 of 31. 
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Name of Property: Nettleton-Cond House 

City or Vicinity: Constantine 

County: Saint Joseph State: Michigan 
Photographer: Mark Schrock 

Date Photographed: July 2020 


MI_Saint Joseph County_Nettleton-Cond House_0025 
Interior east entryway view up staircase and into living room, view looking southwest. 
25 of 31. 


MI Saint Joseph County Nettleton-Cond House 0026 

Interior of living room showing wide plank wood floors and window surrounds, view looking 
north. 

26 of 31. 


MI Saint Joseph County  Nettleton-Cond House 0027 

Interior of living room showing wide plank wood floors and door surrounds, view looking 
south. 

27 of 31. 


MI Saint Joseph County Nettleton-Cond House 0028 

Interior of first story room in southwest corner of original block of house, view looking east 
toward living room, back of staircase and south-facing entry door. 

28 of 31. 


MI Saint Joseph County Nettleton-Cond House 0029 
Interior of second story bedroom showing typical floor and doors. 
29 of 31. 


MI Saint Joseph County Nettleton-Cond House 0030 
Interior of first addition, kitchen and dining space, view looking east. 
30 of 31. 


MI Saint Joseph County Nettleton-Cond House 0031 

Detail of kitchen space in first addition, including exposed groove notch in south elevation 
wall, view looking east. 

31 of 31. 
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Places to nominate properties for listing or determine eligibility for listing, to list properties, and to amend existing listings. Response 
to this request is required to obtain a benefit in accordance with the National Historic Preservation Act, as amended (16 U.S.C.460 
et seq.). We may not conduct or sponsor and you are not required to respond to a collection of information unless it displays 2 
currently valid OMB control number. 

Estimated Burden Statement: Public reporting burden for each response using this form is estimated to be between the Tier 1 
and Tier 4 levels with the estimate of the time for each tier as follows: 


United States Department of the Interior 
National Park Service / National Register of Historic Places Registration Form 


NPS Form 10-900 OMB Control No. 1024-0018 
Nettleton-Cond House Saint Joseph County, MI 
Name of Property County and State 


Tier 1 - 60-100 hours 
Tier 2 — 120 hours 
Tier 3 — 230 hours 
Tier 4 — 280 hours 


The above estimates include time for reviewing instructions, gathering and maintaining data, and preparing and transmitting 
nominations. Send comments regarding these estimates or any other aspect of the requirement(s) to the Service Information 
Collection Clearance Officer, National Park Service, 1201 Oakridge Drive Fort Collins, CO 80525. 
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UNITED STATES DEPARTMENT OF THE INTERIOR 
NATIONAL PARK SERVICE 


NATIONAL REGISTER OF HISTORIC PLAGES 
EVALUATION/RETURN SHEET 


Requested Action: |Nomination 
Property Name: Nettleton-Cond House 


Multiple Name: 
State & County: MICHIGAN, St. Joseph 


Date Received: Date of Pending List: Date of 16th Day: Date of 45th Day: Date of Weekly List: 
6/22/2021 7/8/2021 7/23/2021 8/6/2021 7/30/2021 


Reference number: SG100006782 
Nominator: SHPO 


Reason For Review: 


A Accept Return Reject 7/26/2021 Date 


Abstract/Summary Locally significant, excellent example of a temple-front Greek Revival. originally constructed 

Comments: in 1847, the house was moved one lot north around 1874. A rear addition was added 
around 1897 that has interesting gothic detailing, but does not obscure any aspect of the 
Greek Revival original design. 


Recommendation/ Accept / C 


Criteria 
Reviewer Jim Gabbert Discipline Historian 
Telephone (202)354-2275 Date 


DOCUMENTATION: see attached comments : No see attached SLR : No 


If a nomination is returned to the nomination authority, the nomination is no longer under consideration by the 
National Park Service. 


STATE OF MICHIGAN 


GRETCHEN WHITMER MICHIGAN STRATEGIC FUND D. JEFFREY NOEL 
GOVERNOR STATE HISTORIC PRESERVATION OFFICE PRESIDENT 


Wednesday, June 22, 2021 


Ms. Joy Beasley, Keeper 

National Park Service 

National Register of Historic Places 
1849 C Street, NW, Mail Stop 7228 
Washington, DC 20240 


Dear Ms. Beasley: 


The enclosed files contain the true and correct copy of the nomination for the Nettleton- 
Cond House, Constantine, Saint Joseph County, Michigan. This property is being 
submitted for listing in the National Register of Historic Places. This nomination is a X ` 
New Submission __ Resubmission Additional Documentation Removal. 


_1 Signed National Register of Historic Places Registration Form 
_ 2 Locational maps (incl. with nomination file) 

_ 0 Sketch map(s) / figures(s) / exhibits(s) 

_1 Pieces of correspondence (incl. with nomination file) 

10 Digital photographs (incl. with nomination file) 

_ Other: 


COMMENTS: 


____ Please ensure that this nomination is reviewed. 

__ This property has been approved under 36 CFR 67. 

__ The enclosed owner objections constitute a majority of property owners. 
_ 3 Other: Letters of support received, to be submitted with full nomination 


Questions concerning this nomination should be addressed to Todd A. Walsh, National 
Register Coordinator, at (517) 335-9854 or walsht@michigan.gov. 


Sincerely yours, 


sen, 


Martha MacFarlane-Faes 
Deputy State Historic Preservation Officer 


300 NORTH WASHINGTON SQUARE ٠ LANSING, MICHIGAN 48913 
michigan.gov/shpo e (517) 335-9840 


